

SURVEYED B Y CAPTAIN J. ORLEBAR R.N. 
Assisted by J.H.Eerr & G.Robinson,Masters R.N. 

18 64 . 


Trinity Omni Lat:48'.! 22'AH. Long-.53°2l'.33"W:of Greenwich, 
S? Johns (Chain SockJiattery) being 6Z°40.60 Wi 

H.W. F.& C.VII^IO™ Springs rise Neaps 2 feet. 

g.pmvel.m.mud.v.tack, b. sand, st.stoties , sh.sitells. 

Figures on the /and show the heights in feet above the sea . 
Magnetic Variation in 1866, believed to be Stationary. 
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BRITISH NORTH AMERICA 

NEWFOUNDLAND - EAST COAST 


NORTH COAST of TRINITY HAY 


Engraved Ly J.Ss C.Walker. 
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